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II. ^^ Description of the Observatory of the Collegio Romano at 
Rome/^ By P. A. Secchi. Communicated by Geobge 
Rennie^ Esq., F.R.S. 

Details are given of the construction of the different parts of the 
building, the arrangement of the instruments, &c., which, for the 
most part, could be rendered intelligible only with the aid of the 
plans and drawings with which the description is illustrated. 


